TABLE I 


Carbon Monoxide Delivery of Philip Morris 
Brands Exported to Gulf Coast Countries 


Brand 

CO Delivery, me/c: 

L & M Menthol 100 

8.9 

Marlboro Lights 85 

9.8 

Marlboro Lights 85 (Box) 

9.3 

Marlboro Lights 100 

9.9 

Marlboro Lights 100 (Box) 

10.2 

Marlboro 80 (Box) 

10.4 

Marlboro 85 

9.6 

Marlboro 100 

9.1 

Marlboro 100 (Box) 

9.2 

Merit Ultra Lights 85 (Box) 

3.8 

Merit 80 (Box) 

8.6 

Merit 85 

9.9 

Merit 100 

11.4 


Cigarettes were conditioned at 75°F and 60% R.H. for 48 hours prior to 
smoking. The butt length was marked according to ISO specifications to 
tipping + 3 mm or filter length + 8 mm, whichever was greater. Cigarettes 
were smoked at 75°F and 60% R.H. on a Phipps & Bird 20-port CO/TPM smoking 
machine using ambient airflow. 


PM3000954149 

Source: https://www.industrydocuments.ucsf.edu/docs/qmnk0001 



